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PRECONTRACT APPROVAL RECORD 

(PART TWO) 


CONTRACT 

EC-2131 


EC- 2131 


The services and equipment being procured by this Contract No. 


are in furtherance of the 


IDEALIST 


Program(s), the nature of which cannot be publicly disclosed for security rea- 
sons. The Contracting Officer therefore determines that this procurement must 
be accomplished by negotiations pursuant to the authority of Section 3(a) of 
PL 81-110 and Class Determination and Finding, 0XC 2122, signed by the DDCI on 
15 October 1961. 

Certification of funds for this contract will be handled under the pro- 
cedure approved by the Director of Central Intelligence on 15 December 19 5^ 
which, in effect, results in all covert expenses involving issuance of Treasury 
Checks being accumulated in a separate account within the Finance Division. The 
amounts in this account will be periodically scheduled for certification of the 
vouchers by the Director. This procedure eliminates the necessity for a sepa- 
rate certification of authority under Section 8(b) of Public Law 110, 8lst Con- 
gress (formerly 10(b) - see 85-507 dated 7/7/58) for each contract. 

The following comments describe the procurement hereby effected, the 
terms and provisions generally of this contract/amendment, and a resume of 
major issues negotiated: 25X1 A 


1. Final negotiated price of | |for FPE contract 

with Itek for the modification of the C51 Corona Camera for use 
on the IDEALIST Vehicle. 25X1 A 


2. The auditor questioned 


of Contractor submitted 


cost and an attempt was made to negotiated. a final price of 


25X1 A 
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FORM 


2167a 


SECRET 


( 12 ) 


downgrading and 
decltmificalion 
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IDEA- 1305 
18 September 1963 


MEMORANDUM FOR THE RECORD 

SUBJECT: Concurrence in Contract No. EC-2131 with ITEK 

Corp. , Project IDEALIST 


1. This memorandum contains a recommendation submitted 
for concurrence of the undersigned. Such recommendation is 
contained in Paragraph 6. 


25X1 A 


2. Contract No. EC-2131 is a fixed price redeterminable 

contract for the modification of a CORONA C51 Camera for 
installation into the IDEALIST Vehicle. ». 

I 1 ^ 

3. This contract obligates! pf FY-64 Funds 

chargeable to the IDEALIST (Camera) Program. By concurrence 
to this memorandum the Chief, Budget and Finance Branch 
signifies that sufficient funds are available for this 
obligation. 


4. The services and equipment being procured by this 
Contract No. EC-2131 are in furtherance of the IDEALIST Pro- 
gram, the nature of which cannot be publicly disclosed for 
security reasons. The undersigned Contracting Officer there- 
fore determines that this procurement must be accompished 

by negotiations pursuant to the authority of Section 3(a) of 
PL 81-110 and Class Determination and Finding, OXC-2122, 
signed by the DDCI on 25 October 1961. 

5. Certification of funds for this contract will be 
handled under the procedure approved by the Director of Central 
Intelligence on 15 December 1956 which, in effect, results in all 
covert expenses involving issuance of Treasury Checks being 
accumulated in a separate account within the Finance Division. 

The amounts in this account will be periodically scheduled for 
certification of authority under Section 8(b) of Public Law 

110, 81st Congress (formerly 10(b) - see 85-507 dated 7/7/58) 
for each contract. 
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6. Concurrence in Contract No. EC-2131 is recommended. 

25X1 A 


Contracting Office^, (^SA 



2«SS 

Date 


if Vlsj 

Date 


Her 
Dstte 



25X1 A 


CD/OSA-DD/S&l 

Distribution: 

Cy 1 - CD/OSA - EC-2131 

2 - BFB/OSA 

3 - RB/OSA 
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